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Message Text 

UNCLASSIFIED 

PAGE 01 BRUSSE 14631 271426Z 
ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-08 /021 W 

094709 281122Z/16 

R 271426Z JUL 78 
FM AMEMBASSY BRUSSELS 
TO SECSTATE WASHDC 8098 

UNCLAS BRUSSELS 14631 

E.O. 11652:N/A 
TAGS: BEXP, BE 

SUBJ: ADS REQUEST: OPTICAL ENGINEERING, INC., SANTA ROSA, 

CALIFORNIA 95401 . 

REF: FAM 6/28/78 - ADS 
USDOC TRANSMITTAL SLIP 5/23/78 


FOLLOWING FIRM EXPRESSED INTEREST IN REPRESENTING 
OPTICAL ENGINEERING IN BELGIUM AND LUXEMBOURG: 


ETABL. J. FRANKFORT S.A. 

CHAUSSEE ST. PIERRE 371 
B-1040 BRUSSELS, BELGIUM 
TELEPHONE: (02) 735.20.30 
TELEGRAM: PAPFRANKAP 
CONTACT: MR. F. VAN ES, MANAGER 

COMPANY ESTABLISHED IN 1919. ACTS AS IMPORTER OF 
STATIONARY, OFFICE SUPPLIES AND LUXURY GIFT ARTICLES. 

IT IMPORTS FROM GERMANY, ITALY, FRANCE, ENGLAND, SWEDEN 
AND AUSTRIA AND SELLS IN BELGIUM AND LUXEMBOURG. IT 
EMPLOYS 30 OF WHICH 9 SALESMEN. ITS WORKING CAPITAL 
IS APPROXIMATELY $62,500 AND 1977 SALES VOLUME AMOUNTED 
TO $2,500,000. THE FIRM REQUESTS MORE DETAILED INFORMA- 
TION ON PRODUCTS, SAMPLES AND PRICE QUOTATIONS ASAP. 

UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 BRUSSE 14631 271426Z 


COMMENT: OTHER COMPANIES CONTACTED BY EMBASSY DID NOT 
RESPOND BECAUSE OF CLOSURE FOR HOLIDAY SEASON. EMBASSY 
WILL FOLLOW UP IN AUGUST. CHAMBERS 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BRUSSE14631 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D78031 0-0021 
Format: TEL 
From: BRUSSELS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978071 1/aaaaajbs.tel 

Line Count: 58 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 5179566b-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 
Status: NATIVE 
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